HARVA 

ACCOUNT: 1166 90 

PASSWORD: 
NAME: HAWK. 


THE SDS-940 WILL BE UNAVAILABLE FOR AN EXTENDED PERIOD 
JANUARY 14TH. COPY NUS TO TEL FOR FURTHER INFORMA 
©COPY NUS. (LIBRARY) TO TEL. 


BEGINNING 


01/ 10/69 

DUE TO CONTINUED HARDWARE DIFFICULTIES WITH THE 940, WE ARE 
ONCE AGAIN RETURNING THE MACHINE TO" SD S FOR REFURBISHING. THIS 
TIME SDS PLANS WHOLESALE REPLACEMENT OF SEVERAL MAINFRAME SUB- 
ASSEMBLIES. THIS IS THE LAST TIME SUCH ACTION WILL BE TAKEN. 

THE SYSTEM WILL BE UNAVAILABLE FOR A PERIOD OF FROM TWO TO 
TH:REE WEEKS BE GINN IN G TUESDAY, JANUARY 14. IT IS POSSIBLE THAT 
THE SYSTEM WILL BE AVAILABLE ON A TRIAL C NO CHARGE) BASIS AFTER 
ABOUT TEN DAYS. FEEL FREE TO CONTACT ED MARTIN AT EXTENSION 3762 
REGARDING LATEST DEVELOPMENTS. 


THE TIME SHARING SYSTEM WILL BE DOWN FOR S 
©WHO IS ON? 

1 ADAMS C22S) ON LINE USING CAL 

2 0NELISPC227) ON LINE 1 USING LISP 

3 LEV (228) ON LINE 2 USING DDT 

4 HAWK (160) ON LINE 3 UNIDENTIFIABLE 

5 KIRK(22S) ON LINE 4 USING EXEC 

6 TAYL0RU42) ON LINE 10 USING QE D 

7 SIKTBERG( 142) ON LINE 15 USING EXEC 

8 TW0LISPC227) ON LINE 21 USING LISP 


©LOGOUT 
JAN 10, 


HAWK. 
1969 


9:23 P.M. 


TIME USED 
CPU: 00:00:01 
CONNECT: 00:02 


